AMENDMENT NO. 1 SEPTEMBER 2021 
TO 


IS 5116 : 2020 DOMESTIC AND COMMERCIAL 
EQUIPMENT FOR USE WITH LPG — 
GENERAL REQUIREMENTS 


( Fourth Revision ) 


(Page 1, clause 1) — Add the following note after the paragraph. 


NOTE — Use test pressure range as 20 to 25 gf/cm? for PNG test, wherever test pressure 
of 25 to 35 gf/cm? is given for LPG. 


(Page 10, clause 18.4, sentence 2) — Substitute the following for the 
existing text: 


‘The minimum wall thickness of main gas rail other than the threaded portion 
to be maintained shall be 1.6 mm (+ no limit / - 0.15 mm)’. 


(MED 23) 
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